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            Abstract
          
        

        
          본 논문은 병력 감소와 무기체계 첨단화에 대응하여 해군 함정의 가동률을 높이고 정비 인력을 절감하기 위한 ‘지능형 장비상태 감시체계’를 제안한다. 다중 센서 데이터(음향·진동)와 인공지능을 결합하여 탐지·식별·조치·평가의 4단계 프레임워크를 정립하였으며, 특히 비지도학습 기반의 이상 탐지와 RAG 기반 LLM을 활용한 실시간 교범 가이드 제공을 통합하였다. 본 체계는 군 인력 운용의 효율화와 상태기반정비(CBM+) 고도화를 가능케 하며, 향후 전 군으로 확장 적용되어 국방 자산의 신뢰성을 극대화하는 데 기여할 것이다.

        

        
          
            초록
          
        

        
          This paper proposes an intelligent equipment-condition monitoring system to maximize naval-vessel availability and reduce maintenance personnel amid military downsizing. By integrating multisensor data (acoustic and vibration) with artificial intelligence, this study establishes a four-stage framework comprising detection, identification, action, and evaluation. The system seamlessly combines unsupervised anomaly detection with an LLM and RAG pipeline to deliver real-time, manual-based maintenance guidelines. This approach optimizes military human resources and advances data-driven preventive maintenance (CBM+) with broad applicability across other branches.
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